PFIZER-BIONTECH COVID-19 VACCINE 


The Pfizer-BioNTech COVID-19 Vaccine has not been approved or licensed by the U.S. 
Food and Drug Administration (FDA), but has been authorized for emergency use by FDA 
under an Emergency Use Authorization (EUA) to prevent COVID-19 for use in individuals 
12 years of age and older. ' 


QUESTION: ARE ANIMAL OR HUMAN CELL LINES USED IN 
THE MANUFACTURING PROCESS OF THE PFIZER-BIONTECH 
COVID-19 VACCINE? 


ANSWER: 


One of the materials used in the production of the vaccine contains a component derived 
from cow's milk.? 


Other raw materials used in the production of the vaccine are not of animal origin.? 


All lipid components used in the vaccine are from plant-derived sources or synthetic 
derivatives and do not contain animal derivatives.® 


We cannot guarantee that minute amounts of substances are not contained in raw 
materials obtained from our suppliers. To ensure a consistent and reliable supply of 
medicines, we must use a network of suppliers and global manufacturing locations, both 
for active ingredients (those intended for the treatment, cure or prevention of diseases) 
and inactive (the other components of the medicine formula). 


What are the ingredients in Pfizer-BioNTech COVID-19 Vaccine?" 


Medicinal ingredient: mRNA 

Non-medicinal ingredients: 
e Lipids: 
o ALC-0315 = ((4-hydroxybutyl)azanediyl)bis(hexane-6, 1 -diyl)bis(2-hexyldecanoate) 
o ALC-0159 = 2-[(polyethylene glycol)-2000]-N,N-ditetradecylacetamide 
o  1,2-Distearoyl-sn-glycero-3-phosphocholine 
o cholesterol 

dibasic sodium phosphate dihydrate 

monobasic potassium phosphate 

potassium chloride 

sodium chloride 

sucrose 

water for injection 


If you have any further questions on the use of Pfizer-BioNTech COVID-19 Vaccine, ask 
your healthcare professional.Error! Bookmark not defined. 


Learn More: 


What can | do with this information? 

This document provides an answer to your question about a Pfizer product, but it does not contain all the 
available information. It does not take the place of talking to your vaccination provider, doctor, or 
pharmacist. This information is provided for informational purposes only and is not meant to be a 
substitute for advice provided by a vaccination provider, doctor, or other qualified health care 
professional. Patients should not use this information for diagnosing a health or fitness problem or 
disease. You should always talk with a vaccination provider, doctor, or other qualified health care 
professional about whether a specific treatment or medication is right for you and before starting a new 
treatment or activity. They are in the best position to advise you about the suitability of a particular 
treatment as they have access to the details of your medical history, as well as to information on all 
medical products. 


Where can | get more information? 

Please refer to the full Fact Sheet for Recipients and Caregivers on important treatment considerations 
for the Pfizer-BioNTech COVID-19 Vaccine via the following link: 

https ://www. pfizermedicalinformation.com/en-us/patient/pfizer-biontech-covid-19-vaccine or 
www.cvdvaccine.com. In the event this link does not work, please access the product’s Fact Sheet or 
Prescribing Information at www.pfizer.com. 


What should | do if | get any side effects? 

The full Fact Sheet for Recipients and Caregivers or Prescribing Information includes a list of possible 
side effects. If you experience a severe allergic reaction, call 9-1-1, or go to the nearest hospital. Call the 
vaccination provider or your healthcare provider if you have any side effects that bother you or do not go 
away. Report side effects to FDA/CDC Vaccine Adverse Event Reporting System (VAERS). The 
VAERS toll-free number is 1-800-822-7967 or report online to http://vaers.hhs.gov/reportevent.html. 


Please include “Pfizer BioNTech COVID-19 Vaccine EUA’” in the first line of box #18 of the report form. In 
addition, you can report side effects to Pfizer Inc. at www.pfizersafetyreporting.com, via fax at 1-866-635- 
8337, or by telephone at 1-800-438-1985 
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